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ORIGIN SY-05 

INEO OCT-01 EUR-12 ISO-00 /018R 

DRAETED BY A/SY/T: JNLECHEVETJNH 
APPROVED BY A/SY/T: DGEISCHER, CHIEF 
A/SY/T: JPERDEW 
DESIRED DISTRIBUTION 
SY/EO/EUR 

063952 

R312102Z AUG76 
EM SECSTATE WASHDC 
TO AMCONSUL ERANKEURT 
INEO AMEMBASSY ATHENS 

CONEIDENTIAL STATE 216004 

ERANKEURT EOR OIC/RTC-PASS TO TUBBS, ATHENS FOR OIC/TSO 
E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: ATHENS AUTOSCAN PROBLEMS 
REF: (A) FRANKFURT 06406; (B) STATE 178515 

1 . PROBLEM WITH POWER EAILURE IN COUPLER STEMS EROM PRE- 
MATURE OVP ACTIVATION OE SORENSON POWER SUPPLY. RESET OVP 
POINT TO 7.0 VOLTS PER PARAGRAPH 3.3 OF SORENSON MANUAL. 

2. BAND 1 EAILURE SHOULD BE CURED BY LOOKING EOR CIRCUIT 
BREAK IN SCAN CABLE ASSEMBLY (DN 40008-034) BETWEEN PIN 

B AND 4. NEXT LOOK EOR BREAK BETWEEN J2-9 AND A9-E10 OE 
MD-104 (DN SK44803JL-2). 

3. IE PROBLEM NOT EOUND, CHECK EOR OPEN COIL K1 ON ASSEM- 
BLY A9 (DN 42046). IE THIS COIL IS OPEN, REPLACEMENT MD- 

104 WILL BE SHIPPED TO ATHENS. 

CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 STATE 216004 

4. ADVISE SY/T OE RESULTS OF ABOVE DIAGNOSTICS. DVM AND 
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SOLDERING TOOL SHOULD BE ONLY EQUIPMENT NEEDED. ROBINSON 


CONEIDENTIAL 


NNN 
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